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Study Design: A randomized prospective study. 

Purpose: To assess postoperative analgesic requirements after Pliyback therapy preemptively in patients undergoing lumbar stabili- 
zation. 

Overview of Literature: Frequency Rhythmic Electrical Modulation System is the latest method of preemptive analgesia. 
Methods: Forty patients were divided into two groups. Patients who were to receive tramadol were allocated to "group A" and those 
who were to receive Phyback therapy were allocated to "group B." In patients with a visual analog scale score of >4 or a verbal rating 
scale score of >2, 75 mg of diclofenac IM was administered. The amount of analgesic consumption, the bolus demand dosage, and 
the number of bolus doses administered were recorded. Patient satisfaction was evaluated using the visual analog patient satisfac- 
tion scale. 

Results: There were statistically significant differences in the visual analog scale and verbal rating scale scores in the fourth, sixth, 
12th, and 24th hours. The number of bolus infusions was significantly lower in group B. The amount of analgesic consumption was 
higher in group A. There was a significant difference between the two groups in the number of bolus infusions and the total amount 
of analgesic consumption, and this comparison showed better results for group B. 

Conclusions: Application of Phyback therapy reduced postoperative opioid consumption and analgesic demand, and it contributed to 
reducing patients' level of pain and increased patient satisfaction. Moreover, the application of preemptive Phyback therapy contrib- 
uted to reducing preoperative pain which may have reduced patient anxiety. 
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Introduction 

Surgical treatment for lumbar spinal stenosis (LSS) has 
become increasingly popular in recent years. The un- 



derlying reasons for the increasing popularity of this ap- 
proach are developments in diagnostic imaging methods, 
excellence in surgical techniques, and population aging. 
In addition, evaluation of the functional status of patients 
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and consideration of this status as an aim of treatment by 
physicians has contributed to the use of surgical methods 
as a treatment modality. Improving the quality of hfe, in- 
creasing the walking distance, and eliminating pain and 
cramps in the patients are the main objectives of surgery 
forLSS [1]. 

Moderate and severe pain is seen in 75% of patients in 
the early postoperative period. Postoperative pain may 
continue for 3 years in 3% of patients and for at least 1 
week in 27% of patients [2] . 

Preemptive analgesia can be used as a treatment for no- 
ciceptive pain. A painful stimulus is used to block central 
sensitization. If, prior to this, preemptive analgesia has 
been used, severe pain perception may develop postop- 
eratively [3] . 

Electrical stimulation is an effective and noninvasive 
method to break pain cycles. It has no known adverse ef- 
fects, nor does it have irreversible effects on the human 
body [4,5]. 

Frequency Rhythmic Electrical Modulation System 
(FREMS) is the latest method of preemptive analgesia 
that is based on the appUcation of electrical stimulus. The 
aim of this study is to investigate the effectiveness of this 
preemptive method on postoperative pain scores and 
analgesic requirements in patients undergoing instru- 
mented fusion for LSS. 

Materials and Methods 

This randomized prospective study was conducted in the 
neurosurgery and anesthesiology clinics. Forty consecu- 
tive patients undergoing short segment instrumented 
fusion for LSS were included in the study after obtaining 
the ethics committee approval. Informed consent was ob- 
tained from all patients. 
Inclusion criteria 

- Male and female patients between 30 and 70 years of 
age 

- American Society of Anesthesiologists (ASA) class 
I-III group of patients 

- Patients who were undergoing an operation for LSS 
Exclusion criteria 

- ASA IV patients 

- Previous lumbar surgery for any reason 

- Patients with diabetes mellitus, chronic obstructive 
pulmonary disease, renal failure, or any other serious 
systemic diseases 



- Patients with cardiac pacemakers 

- Patients who have any psychiatric or neurological 
disorders 

- Pregnant patients 

All patients were operated on by the same surgeon. 
Patients were randomly divided into two groups of 20 
patients each. Group A comprised patients who were 
only given patient-controUed analgesia (PCA), and group 
B comprised patients who received preemptive analgesia 
with FREMS. 

FREMS was administered with a Phyback device (PBK- 
2C, LMD Piccone, Bologna, Italy). FREMS therapy was 
administered preoperatively in five sessions of 20 to 30 
minutes each for five days. The last session was given in 
the operating room just before the operation. 

The Phyback treatment included modalities similar to 
those for lumbar contracture, antiphlogistic therapy for 
lumbar radiculitis, and activation of microcirculation and 
lumbar analgesia consecutively. All patients were admin- 
istered 0.05 mg/kg of midazolam (Dormicum, Roche, 
Stockholm, Sweden) IM as premedication 30 minutes 
before the operation. After preoxygenation with 100% 
O2 for 3 minutes, induction of anesthesia was performed 
with 2 mg/kg propofol (Pofol Injection, Dongkook 
Pharm, Seoul, Korea) IV and 1 [ig/kg fentanyl (fentanyl 
citrate 2 mL sol., Antijen Pharmaceuticals, Dubulin, 
Ireland) IV in all patients. For facilitating endotracheal 
intubation, 0.1 mg/kg of vecuronium bromur (Blok-L iv 
flakon 10 mg, Mustafa Nevzat, Istanbul, Turkey) IV was 
used. Maintenance of anesthesia was performed with 
50% O2, 50% room air, and 5-6% desfluran (Suprane, 
Eczaciba^i Baxter, Istanbul, Turkey) and with a 0.1 (ig/kg/ 
min remifentanyl (2 mg iv flakon, Ultiva, Glaxo Smith 
Kline, Verona, Italy) infusion. 

All patients were given 10 mg of metoclopramid Hydro- 
clorure (Primperan ampul, Biofarma, Istanbul, Turkey) 
IV 30 minutes before the end of operation to prevent 
nausea and vomiting. A PCA device (CADD-Legacy PCA 
pump. Smiths Medical, Dubulin, OH, USA) was inserted 
in the termination phase of the operation, and 50 mg of 
tramadol (contromal 100 mg/2 mL, Abdi Ibrahim, Istan- 
bul, Turkey) IV bolus was given. 

After extubation, patients were transferred to the recov- 
ery room. Both of the groups were given a basal infusion 
of 5 mg/mL tramadol at a rate of 20 mg/hr. PCA devices 
were connected for 24 hours. Devices were programmed 
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Table 1. Demographic features 



Parameters 


Group 1 (n=20) 


Group II (n=20) 


p-value 


Age (yr) 


56.8±8.61 


58.05±5.78 


0.593 


Sex 1 


Female 


9(45) 


12(60) 




Male 


11 (55) 


8(40) 




Body mass index 


28.34±2.64 


29.32±4.67 


0.422 


American Society of Anesthesiologists Risl< classification 






0.698 


1 


5(25) 


5(25) 




i II 


11 (55) 


8(45) 


j 


III 


4(20) 


6(30) 





Values are presented as meanistandard deviation or number (%). 



to stop after 20 minutes and to deliver 10 mL of the drug 
in one shot. 

The patients' levels of pain were evaluated postop- 
eratively by a 10-point visual analog scale (VAS) and a 
5-point verbal rating scale (VRS) at 1, 2, 4, 6, 12, and 24 
hours. If the VAS score was >4 or the VRS score >2, the 
patient was given 75 mg of diclofenac sodium (Voltaren 
75 mg, 3 amp., Novartis, Istanbul, Turkey) IM. Timing 
and dose of extra analgesic needed were recorded. Over- 
all patient satisfaction was evaluated by a 10-point visual 
analog patient satisfaction scale (VAPSS) at the 24th post- 
operative hour 

1. Statistical analysis 

Analysis of data was performed by the SPSS ver. 13 (SPSS 
Inc., Chicago, IL, USA). Distribution of continuous vari- 
ables was evaluated by the Shapiro Wilk test. Descriptive 
statistics were reported as meant standard deviation and 
minimum -maximum value for continuous variables, and 
number and percent of cases for categorical variables. 

One-way analysis of variance was used for the determi- 
nation of difference in age between groups. Significance 
of differences between median values was evaluated by 
the Mann-Whitney U test for two groups and the Kruskal 
WaUis test for multiple groups. If the difference was sig- 
nificant, the determination of different groups was done 
by a nonparametric multiple comparison test. 

Categorical variables were evaluated by the Pearson's 
chi-square test or Fisher's chi-square test. Correlation 
between continuous variables was investigated by Spear- 
man's test. 



Differences in the VAS and VRS scores between the 
preoperative and postoperative periods were evaluated by 
Wilcoxon's test. 

The result was considered statistically significant when 
p<0.05. 

Results 

1. Demographic characteristics of patients 

Groups were compared in terms of mean age, gender, 
body mass index (BMI), and ASA scores (Table 1). There 
was no significant difference in these parameters between 
the groups, p-value for mean age was 0.593, for gender 
was 0.429, for BMI was 0.422, and for ASA score was 
0.698. 

2. Postoperative VAS and VRS scores at different time 
intervals 

Patients were evaluated postoperatively by means of the 
VAS and VRS at 1, 2, 4, 6, 12, and 24 hours. There was no 
significant difference in the 1- and 2-hour values between 
groups. At 4, 6, 12, and 24 hours, VAS (Fig. 1) and VRS 
(Fig. 2) scores in group B were significantly lower than 
those in group A. 

3. Bolus infusion by the PCA device and supplemen- 
tary analgesic needs 

At 24 hours after the operation, the number of bolus 
infusions was significantly different between the two 
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groups. The number of bolus infusions in group B (3.1) 
was lower than that in group A (4.35). At the same time, 
supplementary analgesic demand in group B (0.65) was 
lower than that in group A (1.3). There was a significant 
difl^rence (p<0.01) in the mean postoperative analgesic 
consumption between group A and group B; the mean 
postoperative analgesic consumption was 523. 5± 14.96 
mg in group A and 511.0±9.67 mg in group B. Overall 
patient satisfaction evaluated by means of VAPSS was 
significantly higher in group B (7.5) than in group A (7,0) 
(p<0.004) due to the management of analgesia. 

4. Side effects 



Table 2. Adverse effects 

Nausea 10(50) 10(50) 

Sweating 3(15) 4(20) 

Dry mouth 3(15) 4(20) 

Fatigue 4(20) 3(15) 

Drowsiness 5 (25) 4 (20) 

Somnolence 3(15) 3(15) 

Dizziness 5(25) 5(25) 

Hypotension 2(10) 2(10) 



Values are presented as number (%).p=0.959. 



There was no significant difference between groups in 
the number and type of side effects. The most frequently 
reported side effect was nausea in both groups. Sweating, 
dry mouth, fatigue, somnolence, dizziness, and hypoten- 
sion were the most frequently reported side effects (Table 
2). 



VAS 
10 



VAS changing 




' Group A 
' Group B 



1 



2 4 6 12 24 (hr) 

Postoperative 

Fig. 1. Postoperative changes in the visual analog scale (VAS) scores. 



VRS 
5 

4 

3 

2 

1 

0 



VRS changing 




I Group A 
I Group B 



1 



2 4 6 12 24 (hr) 

Postoperative 

Fig. 2. Postoperative changes in the verbal rating scale (VRS) scores. 



Discussion 

Oral analgesics, bed rest, epidural injections, cryotherapy, 
electrical stimulation therapies, hot pack, manual thera- 
pies, biofeedback therapies, and trigger point injections 
are used for treating pain in degenerative LSS [5]. In this 
study, instead of classical electrotherapy, a FREMS tech- 
nique that can produce a wave with a stable wave length 
(40-75 msec) and frequency (50-100 Hz) using the Phy- 
back device was used. This system has three important 
advantages besides providing analgesia. It has a myor- 
elaxant effect, anti-inflammatory effects, and a regulatory 
effect on the microcirculation. 

According to Spratt et al. [6] the cause of pain in LSS 
is root compression or deformity. Morphologic changes 
like venous stasis, edema and intra- and perineural fi- 
brosis develop under compression. Dysfunction of the 
roots develops with diminishing arterial flow. Mechanical 
compression can cause changes in the stimulus from the 
nerve roots. These stimuli are perceived as pain by the 
central nervous system (CNS) [7]. In this study, modali- 
ties for lumbar contracture, antiphilogistic therapy for 
lumbar radiculitis, activation of microcirculation and 
lumbar analgesia, were used in the patient group with 
this pathophysiology. 

According to Postacchini [8], radicular pain and neu- 
rogenic claudication can be very easily improved by 
performing a decompression surgery. Decompression of 
more than one segment diminishes the expected benefits 
of the operation [8]. For this reason, patients who were 
undergoing short segment decompression and fixation 
were chosen for this study. 

Increasing the release of opioid peptides from the CNS 
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and the peripheral nervous system is accepted as the 
mechanism of action of transcutaneous electrical nerve 
stimulation (TENS) [9,10]. Central sensitization and 
overstimulation occur immediately after making an inci- 
sion and end with an increase in pain after the operation. 
If stimulation of the CNS can be suppressed by analgesic 
treatment, some benefits may be obtained in the short 
term (reduction in postoperative pain) and in the longer 
term (reduction in chronic pain) [11]. 

Today, treatment of acute postoperative pain is not as 
successful as expected, and 75% to 82% of postopera- 
tive patients suffer from moderate or severe pain [12,13]. 
Insufficient treatment of postoperative pain may result 
in thromboembolic or pulmonary complications and de- 
velopment of chronic pain. The use of unsuitable medica- 
tion for postoperative pain may also result in respiratory 
and vascular depression, sedation, nausea and vomiting, 
urinary retention, itching, sleep disorder, and gastroin- 
testinal symptoms [14]. Appropriate pain management is 
an important factor in patient recovery and for reducing 
the expenditure on treatment in the postoperative period 
[15]. 

Shealy et al. [16] showed experimentally that pain 
transmission to the upper centers decreases and the pain 
threshold increases by stimulating the dorsal spinal col- 
umn. Melzack and Casey developed a gate control theory. 
They stated that stimulation of thick fibers promotes an 
inhibitory mechanism and changes neuronal activities of 
dorsal horn neurons [17]. Current functional magnetic 
resonance imaging studies indicate that TENS can pre- 
vent peripheral stimuli from reaching the sensorimotor 
cortex [18]. It has been shown that TENS blocks periph- 
eral stimuli from reaching the cortex by the gate control 
mechanism, and this effect lasts for 35 minutes after 
TENS. Besides the gate control mechanism, TENS may 
have an effect by inhibiting nociceptors; blocking pain 
transmission in the afferent nerves, by sympathetic block- 
age or by increasing the release of endogenous opioids 
[18]. There are many studies on TENS, but there are few 
studies on FREMS in the literature. This situation may be 
because the FREMS device is new and expensive, and it is 
found in few centers. 

Yip et al. [19] used high frequency and low amplitude 
TENS and synchronized electromagnetic millimeter 
waves in a group of patients with subacute low back pain. 
They showed that VAS scores during therapy were lower 
than those in the control group, but there was no statis- 



tical significant difference in VAS after treatment [19]. 
Cheing and Hui-Chan [20] used TENS only in a group of 
patients with chronic low back pain, and they observed a 
63.1% decrease in VAS scores [20]. Marchand et al. [21] 
showed that TENS has a minimal effect on long-term 
low back pain, but it is an effective way to reduce short- 
term pain. Hsieh and Lee [22] found in a randomized 
controlled trial that TENS can provide rapid resolution of 
low back pain according to its region of application, dura- 
tion, and frequency. Han [10] showed that application of 
different frequencies of TENS result in release of different 
neuropeptides. 

There are contradictory conclusions on the use of 
TENS for postoperative pain in the literature. A meta- 
analysis by Carroll et al. [23] included 46 articles on the 
use of TENS in treating postoperative pain. Ten articles 
were excluded from the study for different reasons. In 17 
of 19 nonrandomized studies, TENS was found to be ef- 
fective in treating postoperative pain. Among these stud- 
ies, there were studies of spine surgery. However, only 
two of 17 randomized controlled trials demonstrated that 
TENS was effective in treating postoperative pain. There 
were no studies of spine surgeries in this group of studies 
[23]. Bjordal et al. [24] found, in 21 randomized studies 
of 1,350 patients, that using TENS decreased the average 
postoperative analgesic consumption by 26.5%. 

When the complex mechanism of pain and pain tract 
are considered, it is clear that more than one pain control 
method is needed for effective treatment of postopera- 
tive pain. The clinical practice guidelines for acute pain 
management by the Agency for Health Care Policy and 
Research emphasize that an effective approach in acute 
pain treatment must include both pharmacological and 
nonpharmacological methods and these methods should 
be applied at the same time [25] . 

In this study, the amount of analgesic consumption and 
the need for bolus infusion after 24 hours were found to 
be significantly less in group B than in group A. Supple- 
mental analgesic need was also less in group B than in 
group A. 

Conclusions 

FREMS is a safe method for treatment of postoperative 
pain. It has almost no side effects. In addition, it may reg- 
ulate the microcirculation. It can also provide long-term 
relaxation for patients. If FREMS is applied preemptively, 
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it can provide analgesia preoperatively which eliminates 
patient anxiety. The application of FREMS can reduce the 
need for opioids and supplemental analgesics in the post- 
operative period and can increase patient satisfaction. 
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